Company profile 

Ningbo ShunYi Measuring Tools Co., Ltd. was founded in 1997. The company has passed ISO9001 
quality system certification. It is a professional manufacturer of various fiberglass tapes, leather 
tapes, steel tapes, measuring tools, and plastic gifts. Since its establishment, all employees of the 
company have worked together to create and strive, and it has developed into a company 
covering an area of ??6,000 square meters and a building area of ??7,000 square meters. The 
product category has formed five major series, more than 100 specifications and varieties, and 


the annual production capacity is more than 35 million yuan. The product specifications are 


complete the design 





1.A HIGH GRADE OF GLASS FIBER PORTABLE LONG TAPE MEASURE CRP CRP-J4 

The Hangzhou-Ningbo Expressway traverses the whole territory. The civil aviation airport and 
port are about 50 kilometers away from the company. The three-dimensional water and land 
transportation is convenient and the transportation is convenient. Warmly welcome businessmen 


from all over the world to come to our company for negotiation. 





2.RETRACTABLE TAPE MEASURE CRP-J7 
Main Features 
Feet with a high grade of glass fiber, printing legible and resistant to wear. Foot high-strength ABS 





plastic shell. 


3. RESISTANT TO WEAR TAPE MEASURE CRP-02 
Heavy duty ABS case. 
Tapes are safe from electrical hazards. 


Bold numbers for easier 





reading. 


